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In addition to the Albany, NY location shown in 
The Catalog of United States Perfins, this cover’s 
corner card shows that the State of New York’s 
Commissioner of Public Works used perfin pattern 
C155 from the Department of Public Works, Dis- 
trict Engineer’s Office located at 301 East Water 
Street in Syracuse. 


I would imagine that many, if not all, of New York 
State’s District Engineers used this perfin pattern. 
If this assumption is correct, there should be a 
multitude of covers out there from the various 
District Offices. 
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